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8 OCT 1970 


MEMORANDUM FOR: Chief, Plans Staff/DDS 


SUBJECT : Draft of FY 1973-1977 Program Call 


1, In response to your request we have reviewed the draft 
of subject Program Call and find it to be very clear and informative. 
We would like, however, to suggest one change in procedure and 
request that certain changes be made in the Security portion of 
Appendix A due to internal realignments which have been made in 
Security functions. These changes are as follows: 


(a) It is noted that the first paragraph on page 4 
under Progress toward Current Objectives calls for the 
twelve /thirteen month period November 1969 - December 
1970 as the period to be used for evaluation of programs. 
As was mentioned in our comments on previous Program 
Calls, it would greatly facilitate preparation of the program 
if the previous fiscal year was utilized where actual work- 
load and cost figures are available for a full year instead of 
an odd period of time from two fiscal years. If it is required 
to use the period cited, it should show date of beginning of 
period and date of ending of period. The simple statement 
"November 1969 - December 1970!'' could be a 12, 13 or 14 
month period depending whether dates are the beginning or 
ending of months. 


(b) In Appendix A the Industrial Security function listed 
under the element Physical Security should be deleted 
and the Computer Security function should be added. 


(c) In Appendix A the Industrial Security Policy function 
should be added under the element Management Support. 


25X1 


Director of Becurity 
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